Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 12/15/2010 6:43:00 PM 

To: 'Lobik Stephen' [slobik@facil.urnass.edu] 

Subject: RE: 


ok 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Wednesday, December 15, 2010 1:42 PM 
To: Hanchett, James (DPH) 

Subject: RE: 

How about 10:45 down on the 1 st fioor where we meet? 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 
Sent: Wednesday, December 15, 2010 1:40 PM 
To: Lobik Stephen 
Subject: RE: 

No problem, 

Jim 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Wednesday, December 15, 2010 1:27 PM 
To: Hanchett, James (DPH) 

Cc: Salem, Sharon (DPH) 

Subject: 


Jim, 

I spoke to our OIT tel/com folks. They told me we cannot have data and voice coming from the same 
jacks. Can I come by tomorrow with a plan and you can show me which ones you want data and which 
phone? Please let me know. 

Thanks, 
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Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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